RS 


Leading the Way 


e Safety Products 
o Purification Products for Surface Finishing 
Full Line Catalog 2014/2015 


_GERSON i Full Face Respirator 


Leading the Way 


FULL FACE RESPIRATOR 
e One Size Fits All. C 
e Comfortable elastomeric material or silicone rubber. S l LI 

e Wraparound lens for excellent field of vision. 
e Full size nose cup reduces lens fogging. 

e Includes FREE Lanyard. 


e Cartridges interchangeable with Gerson half mask face pieces. 


CASE 

DESCRIPTION QTY PART # 
Silicone Full Face Respirator 2* 0899502X 
TPE Full Face Respirator 2* 0899002X 
*PACKAGING: 1/box, 2/case 

CASE 
DESCRIPTION QTY PART # 
Protective Lens Film 100 08711122 


Peel-Offs 
PACKAGING: 25/bag, 4 bags/case 


REPLACEMENT PARTS CASE 

AND ACCESSORIES QTY PART # 
Exhalation Valve 10 0870110 
Head Harness ] 0870114 
Lanyard ] 0870130 
Inhalation Diaphragm 10 0870226 
Protective Lens Kit ] 0870116 
NEW! Spanner Wrench ] 0898027 
For disassembly of valve housing when needed. 
Spectacle Kit ] 0870809 


Gerson Full Face Respirator 
with Spectacle Kit. 
Cartridges and Filters interchangeable 
with all Gerson face pieces; 
sold seperately, see Page 5. 
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_GERSON Full Face Starter Kit 


Secs ee and Fit Tests Kits 


FULL FACE STARTER KIT ` 
o One Full Face “One Size Fits All” Respirator. 

e Two GO! Cartridge (Organic Vapor). 

e Two G95P Pad Filters (P95 Particulate Filter). 
e Two 172 Retainers. 


e Includes FREE Lanyard. 


CASE 
DESCRIPTION QTY PART # 
Silicone Full Face OV/P95 ] 089950-KIT2 
TPE Full Face OV/P95 ] 089900-KIT1 
PACKAGING: 1/box, 1/case 
FIT TEST KITS 
DESCRIPTION QTY PART # 
Saccharin Fit Test Kit** 1 065000 
Saccharin Sensitivity Solution 6 065100 
Saccharin Fit Test Solution 6 065200 
Bitrex Fit Test Kit** 1 066000 
Bitrex Sensitivity Solution 6 066100 
Bitrex Fit Test Solution 6 066200 
Nebulizers 3 065300 
Test Hoods 10 065400-10 


** Fit Test Kits do not include respirator. 


FIT TEST KIT COMPONENTS: 
1 - Hood 
2 - Nebulizers 
1 - Sensitivity Solution 
1 - Fit Test Solution 
- Replacement Aerosolizing Nozzels 


- Cleaning Tool 


—- N A 


- Instructional DVD 


Sufficient solution for up to 55 tests. 
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-GERSON Cartridge Respirator 


Leading the Way Half Masks 


SIGNATURE” SELECT™ 
REUSABLE HALF-MASK 
RESPIRATOR 


e Soft, lightweight elastomeric face piece. 
e Cradle suspension and easy-to-adjust headstraps. 


e Each facepiece provided with unique “Hygiene Guard” 
for cleaner storage and product protection. 


TPE FACEPIECE SIZE PART # 
9100 TPE Facepiece Small 0871287 
9200 TPE Facepiece Medium 0871483 
9300 TPE Facepiece Large 0871484 Shown sih Bonus Hygiene Guard 
PACKAGING: 1/resealable bag, 24/case & Shape Retainer insert. 


PROFESSIONAL SERIES™ 
REUSABLE HALF-MASK 
RESPIRATOR 


e Soft silicone rubber for highest level of comfort 
and durability. 


e Easy to clean - dried paint easily removed from 
flexible silicone material. 


e Each facepiece provided with unique “Hygiene Guard” 
for cleaner storage and product protection. 


e Comfortable, easy-to-adjust head harness. 


SILICONE FACEPIECE SIZE PART # 
9250 Silicone Facepiece Medium 0879250 
9350 Silicone Facepiece Large 0879350 


Shown with Bonus Hygiene Guard 
& Shape Retainer insert. 


PACKAGING: I/resealable bag, 24/case 


REPLACEMENT PARTS QTY PART # 
Replacement Head Harness 10 08220 
Replacement Valve Kit 1Okits/cs 08228 


2 inhalation valves & 1 exhalation valve per kit. 


Cartridges and Filters interchangeable 
with all Gerson face pieces; 
sold seperately, see Page 5. 
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RS 


Leading the Way 


Respirator Cartridges 


SIGNATURE” SELECT™ CARTRIDGES AND FILTERS 


e Fits Gerson Full Face & Half-Mask Cartridge Respirators. 


e Low profile, swept-back cartridges for greater field of vision and use with eyewear/goggles. 


GO! Organic Vapor 
Organic Vapor. 
#0871481, 2/bag, 30 bags/cs, 60/cs 


GO2 Acid Gas pete teres tes 
Sulfer Dioxide, Hydrogen ueetiaaneles 
Chloride, Chlorine, Hydrogen TOTTE RREAN 
Sulfide (escape only), Chlorine “anana 
ee 


Dioxide, Hydrogen Fluoride. 
#0871479, 2/bag, 30 bags/cs, 60/cs 


GO3 Organic Vapor/Acid Gas 
Organic Vapor, Sulfer Dioxide, 
Hydrogen Chloride, Chlorine. 
#0871478, 2/bag, 30 bags/cs, 60/cs 


GO4 Ammonia/Methylamine 
Ammonia, Methylamine. 
#0871477, 2/bag, 30 bags/cs, 60/cs 


GO5 Formaldehyde 
Formaldehyde. 
#0871288, 2/bag, 30 bags/cs, 60/cs 


GO8 Multi-Gas 

Ammonia, Chlorine Dioxide, Chlorine, Formaldehyde, 
Hydrogen Chloride, Hydrogen Fluoride, Hydrogen Sulfide, 
Methylamine, Organic Vapor, Sulfer Dioxide. 

#08G08, 2/bag, 30 bags/cs, 60/cs 


NEW! GX70 P100 Particulate Filter 
99.97% filter efficiency. 


Effective against all N Ew! 


particulate aerosols. 
#08GX70, 2/bag, 30 bags/cs, 60/cs 


Replaces G70 Filter. 


XP100 P100 Pancake Disc 
All Particulates. 
#08XP100, 2/bag, 50 bags/cs, 100/cs 


NEW! XP100-OV/AG 

Organic Vapor/Acid Gas/ 

P100 Pancake Disc 

Nuisance level only EW! 
a 

and Acid Gas, N 

All Particulates. 


Organic Vapor 
#08XP100-OV/AG,2/bag, 50 bags/cs, 100/cs 


G71 Organic Vapor/P100 
Organic Vapor, All Particulates. 
#0871571, 2/bag, 12 bags/cs, 24/cs 


G72 Acid Gas/P100 N 
Sulfer Dioxide, Hydrogen 
Chloride, Chlorine, 

Hydrogen Sulfide 

(escape only), Chlorine 

Dioxide, Hydrogen 

Fluoride, All Particulates. 
#0871572, 2/bag, 12 bags/cs, 24/cs 


G73 Organic Vapor/Acid Gas/P100 
Organic Vapor, Sulfer Dioxide, 

Hydrogen Chloride, 

Chlorine, All Particulates. 

#0871573, 2/bag, 12 bags/cs, 24/cs 


G74 Ammonia/Methylamine/P100 
Ammonia, Methylamine, All Particulates. 
#0871574, 2/bag, 12 bags/cs, 24/cs 


G75 Formaldehyde/P100 
Formaldehyde, All Particulates. 
#0871575, 2/bag, 12 bags/cs, 24/cs 


NEW! G78 Multi-Gas/P100 
Ammonia, Chlorine Dioxide, Chlorine, 
Formaldehyde, Hydrogen Chloride, 
Hydrogen Fluoride, Hydrogen Sulfide, 
Methylamine, Organic Vapor, 

Sulfer Dioxide, All Particulates. 
#0871578, 2/bag, 12 bags/cs, 24/cs 


G95P = 
P95 Particulate Filter Pad tens 


#0871916, 10/box, 10 boxes/cs, 100/cs 


172 Filter Pad Retainer 
#0871620, 20/box, 5 boxes/cs, 100/cs 


Full range of CE Approved products available, 
see page 19. For information eMail: 
<International@ GersonCo.com>. 
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GERSON 


Leading the Way 


Cartridge 
Respirator Kits 


REPLACEABLE CARTRIDGE 
RESPIRATOR KITS 


e Replaceable Cartridges and Particulate Filters. 
e Soft, Comfortable TPE Face Piece. 


e Each Face Piece with unique “Hygiene Guard” 
for clean storage and product protection. 


e Easy-to-adjust, comfortable head strap assembly. 


e Includes 1 Face Piece, 2 Organic Vapor Filters, 
2 P95 Particulate Filters, and 2 Retainers. 


BLISTER PACK MODEL # PART # 

Small OV/P95 Resp. 9111 0871519 

Medium OV/P95 Resp. 9211 0871517 I 
Large OV/P95 Resp. 9311 0871518 N 


PACKAGING: 1/pkg, 10 pkgs/cs 


REPLACEMENT KIT PART # PACKAGING 


E L GERSON 
OV/P95 0871516 1/pkg, 10 pkgs/cs 


9081 Series 


NEW RETAIL BAG MODEL # PART # 
Medium OV/P95 Resp. 9281 0899281-KIT 
Large OV/P95 Resp. 9381 0899381-KIT 
PACKAGING: I/pkg, 12 pkgs/cs 


NEW P100 RESPIRATOR KITS f ý = — i 
Nuisance Level OV-AG Relief* i 


e P100 filter with layer of activated carbon provides 
comfort relief against nuisance levels of organic vapor, 


acid gas and ozone.* 
e Soft, Comfortable, Reusable Face Piece. N E — 
1, 


e Each Face Piece with unique “Hygiene Guard” for 


Half-Mask Respirator - Organic Vapor, 

P95 Particulate Filters s 

e With replaceable Gerson G01 Organic Vapor Fitters y 
and culate Filters 


clean storage and product protection. 
e Easy-to-adjust, comfortable head strap assembly. 


e Replaceable Filters. 
9080 Series 


e Each Kit comes with 1 Face Piece and A 
4 P100 OV/AG Filters (2 packs). 


™ 
RETAIL BAG MODEL # PART # f i 
Medium OV-AG P100 9280  0899280-KIT , N MI E E Eo, X 
Large OV-AG P100 9380 0899380-KIT secs a 
PACKAGING: 1/bag, 12 bags/cs 


% K 
* “Nuisance Level” refers to concentrations not exceeding OSHA PEL or applicable government i ra y 
standards for exposure limits, whichever is lower. f y 


WARNINGS: This product does not provide any lung protection against organic vapors or 3 F a 
acid gases. Do not use in or around sandblasting. This product does not supply oxygen. 
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GERSON: Disposable 


Leading the Way Cartridge Respirators 


LOW MAINTENANCE DISPOSABLE 
CARTRIDGE RESPIRATORS 
NIOSH OV-P95 


e Recommended for paint spray applications, 
including oil based paints, and pesticides. 


e Completely assembled and individually 
packed in resealable 4-color foil bags. 
Cartridges not replaceable. 


e NIOSH OV/P95 approved for 
Organic Vapor plus solid and 
oil aerosols. 

e Each facepiece provided with 
unique “Hygiene Guard” for cleaner 
storage and product protection. 


e Best design, performance and comfort. 


Shown with Bonus Hygiene Guard 


RETAIL BAG MODEL # PART # f , 
& Shape Retainer insert. 
Small OV/P95 Resp. 8111 0871418 
Medium OV/P95 Resp. 8211 0871501B 
Large OV/P95 Resp. 8311 0871502B 


PACKAGING: 1/bag, 12 bags/cs 


Full range of CE Approved products available, see page 19. 
For information eMail: <International@ GersonCo.com>. 
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ERSON' Particulate Respirators 
ono! Molded Style 


GERSON 1730 RESPIRATOR N95 


e Electrostatically-charged filter media provides low breathing resistance. 
e Latex-free, staple-free head straps for comfort and safety. 
e Soft foam nose cushion. 


e More durable, double-shell construction for long life and economy. 


GERSON 1740 RESPIRATOR N95 


e Premium oversized valve opens more easily to expel hot air for cool comfort. 
e Electrostatically-charged filter media provides low inhalation breathing resistance. 
e Latex-free, staple-free head straps for comfort and safety. Soft foam nose cushion. 


e More durable, double-shell construction for long life and economy. 


GERSON 1735 RESPIRATOR N95 


e Layer of activated carbon provides comfort relief against nuisance levels 


of both organic vapors and acid gas. Ww 
NEV Q 


e Soft foam nose cushion. 


e Contoured nose-clip provides greater comfort and helps reduce potential fogging. 
e Smooth latex-free polymer head straps won't catch on hair. No pre-stretching needed. 


e Safer staple-free construction. 


MADE IN U.S.A. 


e Collapse resistant double-shell construction. 


GERSON 1745 RESPIRATOR N95 


e Layer of activated carbon provides comfort relief against nuisance levels 
of both organic vapors and acid gas. 


e Premium oversized valve opens more easily to expel hot air for cool comfort. 


e Contoured nose-clip provides greater comfort and helps reduce potential fogging. 


e Smooth latex-free polymer head straps won't catch on hair. No pre-stretching needed. MADE IN U.S.A. 
e Latex-free, staple-free head straps for comfort and safety. Soft foam nose cushion. 


e Collapse resistant double-shell construction. 


NIOSH APPROVED ITEM DESCRIPTION PACKAGING PART # 
N95 1730 Respirator 20/box, 12 boxes, 240pcs/cs 081730 
N95 with Valve 1740 Respirator 10/box, 10 boxes, 1OOpcs/cs 081740 
N95 with Carbon 1735 Respirator 20/box, 12 boxes, 240pcs/cs 081735 
N95 with Valve 1745 Respirator 10/box, 10 boxes, 1OOpcs/cs 081745 


Full range of CE Approved products available, see page 19. 
For information eMail: <International@ GersonCo.com>. 
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ERSON' Particulate Respirators 
ed Molded Style with Valve 


GERSON 1750 RESPIRATOR N99 


e Soft foam nose cushion. 
e Contoured nose-clip provides greater comfort and helps reduce potential of fogging. 


e Smooth latex-free polymer head straps won't catch on hair. No pre-stretching needed. 


e Safer staple-free construction. 


e Collapse resistant double-shell construction. MADE IN U.S.A. 


GERSON 1760 RESPIRATOR N99 w! _ 
fe 3 


e Soft foam nose cushion. i 


e Premium oversized valve opens more easily to expel hot air for cool comfort. E 


e Contoured nose-clip provides greater comfort and helps reduce potential of fogging. * | of ~~ 


e Smooth latex-free polymer head straps won't catch on hair. No pre-stretching needed. 


e Safer staple-free construction. — 
: ` MADE IN U.S.A. 
e Collapse resistant double-shell construction. 


GERSON 1940 RESPIRATOR R95 _ 


e NIOSH R95 provides at least 95% filtration efficiency against solid and liquid aerosols, 
including oil based aerosols. Time use limitations apply. 


» 
e Flame resistant. (m 7 


tL 


e Premium oversized valve opens more easily to expel hot air for cool comfort. 


e Double-shell construction protects filter material and provides long life and economy. 


MADE IN U.S.A. 


GERSON 2440 RESPIRATOR P95 


e NIOSH P95 provides at least 95% filtration efficiency against solid and liquid aerosols, 
including oil based aerosols. 


e Flame resistant. 


e Premium oversized valve opens more easily to expel hot air for cool comfort. 


e Double-shell construction protects filter material and provides long life and economy. 


MADE IN U.S.A. 


Available soon. 


NIOSH APPROVED ITEM DESCRIPTION PACKAGING PART # 
N99 1750 Respirator 20/box, 12 boxes, 240pcs/cs 081750 
N99 1760 Respirator 10/box, 10 boxes, 100pcs/cs 081760 
R95 with Valve 1940 Respirator 10/box, 10 boxes, 100pcs/cs 081940 
P95 with Valve 2440 Respirator 10/box, 10 boxes, 1OOpcs/cs 082440 


Full range of CE Approved products available, see page 19. 
For information eMail: «International @ GersonCo.com>. 
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ERSON' Particulate Respirators 
sree iC Gasketted with Valve 


GERSON 1840 RESPIRATOR R95 


e NIOSH R95 provides at least 95% filtration efficiency against solid and 
liquid aerosols, including oil based aerosols. Time use limitations apply. 


e Full foam inner gasket helps provide a good seal and is comfortable to wear. 
e Adjustable head straps. 


e Premium oversized valve opens more easily to expel hot air for cool comfort. 


GERSON 1845 RESPIRATOR R95 


e NIOSH R95 provides at least 95% filtration efficiency against solid and 
liquid aerosols, including oil based aerosols. Time use limitations apply. 


e Layer of activated carbon provides comfort relief against nuisance levels 
of organic vapor, acid gas and ozone. 


e Flame Retardant Outer Shell. 
e Full foam inner gasket helps provide a good seal and is comfortable to wear. 
e Heavy duty, adjustable head straps. 


e Premium oversized valve opens more easily to expel hot air for cool comfort. 


GERSON 2280 RESPIRATOR P100 


e NIOSH P100 provides at least 99.97% filtration efficiency against solid and 
liquid aerosols, including oil based aerosols. 


e Flame Retardant Outer Shell. 


e Full foam inner gasket helps provide a good seal and is comfortable to wear. ae 2, É j 

w < A X 
e Heavy duty, adjustable head straps. N “ae 
e Premium oversized valve opens more easily to expel hot air for cool comfort. “teveecenees 


Available soon. 


NIOSH APPROVED ITEM DESCRIPTION PACKAGING PART # 

R95 with Valve 1840 Respirator 5/box, 20 boxes, 100pcs/cs 081840 
w/adjustable head straps and inner gasket 

R95 with Valve 1845 Respirator 5/box, 10 boxes, 50pcs/cs 081845 
w/carbon, adjustable head straps and inner gasket 

P100 with Valve 2280 Respirator 5/box, 10 boxes, 50pcs/cs 082280 


w/adjustable head straps and inner gasket 


Full range of CE Approved products available, see page 19. 
For information eMail: <International@ GersonCo.com>. 
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GERSON Particulate Respirators 


Leading the Way and Nuisance Masks 


2100 SERIES RESPIRATORS 


e Patented design provides greatest comfort and 
lower breathing pressure. 


e Flexible-edge technology provides better fit in a 
greater range of facial sizes.* 


e Unique design — can be folded to fit in a pocket 
(except 2180 N100). 


e Made with latex-free, staple-free head straps. 2180 
e Available individually packaged. N100 
NIOSH APPROVED PACKAGING PART # 
N100 Particulate Respirator Cupped, 10/box, 10 boxes/cs 082180C 
N95 Particulate Respirator with Valve Cupped, 10/box, 10 boxes/cs 082140C 
Indiv. Wrapped, 10/box, 10 boxes/cs 082140W 
N95 Particulate Respirator Cupped, 20/box, 10 boxes/cs 082130C 
Indiv. Wrapped, 20/box, 10 boxes/cs 082130W 


* Respirator must be fit tested to assure suitable fit. 


2140 N95 Respirator 


Í with Exhalation Valve 
ppro d N95 Particulate Respirator 


2130 N95 Respirator 


i 4 Panels Open to 


2130 N95 Individually Wrapped 2140 N95 Individually Wrapped 


NUISANCE DUST MASK 


e NOT NIOSH Approved. A i HS 
ee 
e For comfort relief from common household dusts only, o [< 
such as grass and pollen. i 


e Does NOT provide lung protection. - 


PACKAGING PART # 
50/box, 12 boxes/cs 061501-CS 


1501 
Dust Mask 


Full range of CE Approved products available, see page 19. 
For information eMail: <International @ GersonCo.com>. 
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GERSON: Strainers 


Leading the Way 


E = 
Bn 


Bie 


190 microns 260 microns 
125 microns 150 microns 


GERSON ELITE” PAINT STRAINERS 
AND DISPENSING SYSTEM yy 


=, 
i 
e "No touch" contamination-free storage and dispensing LL 
of strainers. 


e Pre-packed pods load directly into Elite Dispenser 
(color coded mesh only). Cy 
e Automated production with triple-cleaned mesh í 


assures highest level of filter purity. 


e Color-coded filter for easy identification of micron size, 
white mesh also available. 


e Product of U.S.A. White mesh also available. 
FILTER CASE 
MICRON RATING MESH COLOR PART # QUANTITY 
125 micron Blue 010914B 500 

White 010921 1000 
150 micron Turquoise 010814B 500 
190 micron Yellow 010614Y 500 

White 010601 1000 
260 micron Orange 010714R 500 

White 010701 1000 


1000 micron White NEW! 010525 1000 


(for latex paint) 


PACKAGING: 
Color-coded mesh: 125 Elite Strainers/Dispensing Pod, Standard. 
250 sleeve available upon request. 
White-mesh: 250 Strainers/sleeve. 
Patents Pending. 


Other case packs available by special order, contact Gerson Customer Service at 
508-947-4000, for details. Minimum quantities may apply. 
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" 
a A 


A J Elite Strainer System 


Leading the Way 


Contaminant-free Storage and Dispensing 


E 
a | 


T 


1. Place sealed strainer pod into 2. Tear away protective plastic 3. Close dispenser lid and dispense 
dispenser, with strainer dispensing along perforations, then remove. strainers downward one at a time by 
tabs facing forward. use of the dispensing tab. 


ELITE DISPENSER 


e For dust-free storage and “No touch” dispensing of Gerson Elite Strainers. 


DESCRIPTION PACKAGING PART # 

Elite Dispenser 1 Dispenser/box, 012004 
4 boxes/case 

Magnetic Mounting Hooks 2/box 096026 

(optional) 


ELITE STARTER KIT 


e Contains one dispenser and 2 pods of Gerson Elite Strainers 
(125 strainers per pod). 


MESH 
DESCRIPTION COLOR PART # 
Elite Starter Kit 125u Blue 012001-010914B 
Elite Starter Kit 150u Turquoise 012001-010814B 
Elite Starter Kit 190u Yellow 012001-O010614Y 


Elite Starter Kit 260u Orange 012001-010714R 


© 2014, Louis M. Gerson Co., Inc., All Rights Reserved. 13 


_GERSON’ Synthetic Tack Cloths 


Leading the Wi a 7 1 
e Anti-Static Formulation 
TEKPREP™ TACK CLOTHS 


Continuous Filament Knit Substrate 

e Finished edge and knit construction will not generate lint 
from rubbing or shed fibers in use. 

e Dry Tack. Glides smoothly. Very long life. 

e “Wave” knitted fabric picks up and traps all particulates. 

e Non-transferring formulation. 

e Premium product for Refinish Professionals. 

e Large 18”x 18” size. 


DESCRIPTION SIZE PART # 


NEW! Tek Prep 18"x18” O20009C 


PACKAGING: 12/box, 12 boxes/case 


BLEND PREP™ TACK CLOTHS 


Apertured Nonwoven Substrate 

e Dry Tack. 

e Synthetic hydro-entangled fibers are locked together 
for durable, tear resistant and lint-free fabric. 

e Apertured to pick up and trap all particulates. 


e Completely removes surface particulates without leaving 
harmful residues. 


e Designed for Waterborne; compatible with all paints. 


DESCRIPTION SIZE PART # 
Blend Prep XL (10/box) 18"x18” 020008B 
Blend Prep (12/box) 9”x18" 020008C 


PACKAGING: 12 boxes/case 


ULTRA PREP” TACK CLOTHS 


Apertured Nonwoven Substrate 

e Universal Tack. Wax and Silicone-Free. 

e Synthetic hydro-entangled fibers are locked together 
for durable, tear resistant and lint-free fabric. 

e Apertured to pick up and trap all particulates. 


e Completely removes surface particulates without leaving 
harmful residues. 


e Designed for Waterborne; compatible with all paints. 


DESCRIPTION SIZE PART # 


Ultra Prep 18”x18" O20008G 


PACKAGING: 10/box, 12 boxes/case 
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-GERSON j Cotton Tack Cloths 


D Anti-Static Formulation 


GOLD” FORMULA TACK CLOTHS 


100% Bleached Cotton Gauze Substrate 

e Universal Gold Formula compatible with all paints, including Waterborne. 
e Soft cotton mesh material contours to surface shapes. 

e Completely removes surface particulates without leaving harmful residue. 
e Wax and Silicone-Free. Size: 18” x 36” 


DESCRIPTION MESH PART # 

Gold Supreme™ 28x24 020004G 
Gold Deluxe™ 24x20 020003G 
Gold Standard™ 20x16 020002G 
Gold Economy™ 20x12 020001G 


PACKAGING: 12/box, 12 boxes/case 


CODE BLUE™ TACK CLOTHS 


100% Bleached Cotton Gauze Substrate 

e Dry Tack: compatible with all paints, including Waterborne. 

e Soft cotton mesh material contours to surface shapes. 

e Completely removes surface particulates without leaving harmful residue. 
e Wax and Silicone-Free. Size: 18” x 36”. 


DESCRIPTION MESH PART # 
Code Blue™ Standard 20x16 020002B 
Code Blue™ Economy 20x12 020001B 


PACKAGING: 12/box, 12 boxes/case 


WHITE & ORANGE TACK CLOTHS 


100% Bleached Cotton Gauze Substrate 

e Soft cotton mesh material contours to surface shapes. 

e Completely removes surface particulates without leaving harmful residue. 
e Wax and Silicone-Free. Size: 18” x 36”. 


DESCRIPTION MESH PART # 
Cotton Standard White (Medium Tack) 20x16 020002W 
Cotton Economy White (Medium Tack) 20x12 020001W 


Cotton Standard Orange (High Tack) 20x16 020002R Se 
Cotton Economy Orange (High Tack) 20x12 020001R 28x24 and 24x20 mesh 
PACKAGING: 12/box, 12 boxes/case available by Special Order. 
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-GERSON Bulk & Roll Tack Cloth 


iat Anti-Static Formulation 


BULK TACK CLOTHS 


e Available in Knit Polyester, Non-woven and 
Cotton gauze substrates. 


e Gold Formula standard. 


White and Orange formula by special order. 


BULK-CUT SUBSTRATE BULK-CUT 

DESCRIPTION SPEC. PIECE SIZE PART # 
Cotton Gauze 20x16 mesh 18"x36” folded to 9”x18” 020402G 
Cotton Gauze 24x20 mesh 18"x36” folded to 9x18” 020403G 
Cotton Gauze 28x24 mesh 18"x36” folded to 9”x18” 020404G 


PACKAGING: 72 pieces/bundle, 2 bundles/case, 144 pieces/case 


Other formulations, substrates and meshes available by special order, contact Gerson Customer Service at 
508-947-4000, for details. Minimum quantities may apply. 


TACK CLOTH ROLLS 
AND CHEESECLOTH 


e Available in Knit Polyester, Non-woven and 
Cotton gauze substrates. 


e Gold Formula standard. 


White and Orange formula by special order. 


ROLLS SUBSTRATE ROLLS TACK CHEESE 
DESCRIPTION SPEC. SUBSTRATE SIZE CLOTH # CLOTH # 
Cotton Gauze 20x16 mesh 36” wide folded to 9” wide 020802G 020802 
Cotton Gauze 24x20 mesh 36” wide folded to 9” wide 020803G 020803 
Cotton Gauze 28x24 mesh 36” wide folded to 9” wide 020804G 020804 


PACKAGING: 1 roll per case. Standard roll size 250 linear yards/roll. 150 yard rolls available by special order. 


Other formulations, substrates and meshes available by special order, contact Gerson Customer Service at 
508-947-4000, for details. Minimum quantities may apply. 


16 2014, Louis M. Gerson Co., Inc., All Rights Reserved. 


RS j Tack Cloth 


Leading the Way 


AVAILABLE TACK CLOTH OPTIONS 


INDIVIDUALLY PACKAGED IN DISPLAY BOX 


Quick Ship Tack Cotton | Cotton | Cotton | Cotton | Synthetic Non-Woven | Poly Knit 
Part # FORMULA & Description Level 20x12 | 20x16 | 24x20 | 28x24; 9”wide 18”wide 18”wide 
020001B CODE BLUE” 20x12, BC/CC Low 

020002B CODE BLUE® 20x16, BC/CC Low 

020008B BLEND PREP” XL Blue, 10/box, 120/cs Low 

020008C BLEND PREP” Blue Low 

020009C TEK PREP” Knit Low 

020001W_ WHITE Economy 20x12 Medium 

020002W WHITE Standard 20x16 Medium 

020001G GOLD Economy 20x12 Med/High 

020002G GOLD Standard 20x16 Med/High 

020003G GOLD Deluxe 24x20 Med/High 

020004G GOLD Supreme 28x24 Med/High 

020008G ULTRA PREP” Green, 10/box, 120/cs Med/High 

020001R ORANGE Economy 20x12 High 

020002R ORANGE Standard 20x16 High 


STANDARD PACKAGING: 12/box, 12 boxes/case 


BULK CUT TACK CLOTH 

Quick Ship Tack Cotton | Cotton | Cotton | Cotton | Synthetic Non-Woven | Poly Knit 
Part # FORMULA & Description Level 20x12 | 20x16 | 24x20 | 28x24; 9”wide 18”wide 18" wide 
020402G GOLD Standard 20x16 mesh, 9”x18” cut | Med/High 

020403G GOLD Deluxe 24x20 mesh, 9”x18” cut Med/High 

020404G GOLD Supreme 28x24 mesh, 9”x18” cut | Med/High 


TACK CLOTH 250 YARD ROLLS 


Quick Ship Tack Cotton | Cotton | Cotton | Cotton | Synthetic Non-Woven | Poly Knit 
Part # FORMULA & Description Level 20x12 | 20x16 | 24x20 | 28x24; 9”wide 18”wide 18" wide 
020802G GOLD Standard 20x16 Med/High 
020803G GOLD Deluxe 24x20 Med/High 
020804G GOLD Supreme 28x24 Med/High 


These are available for quick shipment. 


These are available by special order. 
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GERSON 


Leading the Way 


SPRAY SOCKS 


e All cut edges stitch-finished to be lint-free. 
e Two choices of fabric material: 


— NEW Dry-Wick 100% Bleached Polyester 
for cooler feeling 


— 100% Bleached Cotton. 
DESCRIPTION PART # 
Dry-Wick Polyester 070195B 
Economy 225 gsm fabric 
Dry-Wick Polyester 070195C 
Heavyweight 450 gsm fabric 
Bleached Cotton 070295 


Heavyweight 450 gsm 


PACKAGING: l sock/bag, 12 bags/display box, 
12 display boxes/case, 144 socks/case 


STRAINER STAND 


e For convenient straining into spray gun or paint can. 


DESCRIPTION QTY PART # 
Paint Strainer Stand ] 070639 
PLASTIC SPREADERS 


e 100% Polyetheylene. 
e Perfect Flex for applying filler. 


e Made in U.S.A. 

DESCRIPTION QTY PART # 
Junior 4-1/4” x 2-1/2” 500 030001 

Standard 2-3/4” x 4” 500 030002 
Large 3” x 5” 500 030003 


PAINT STRAINER BAGS 


DESCRIPTION QTY PART # 
Five Gallon 100 071205 
Five Gallon with Elastic Top 100 071207 
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Sundries 


_GERSON j CE Approved 


Leading the Way R P 
espiratory Products 
MOLDED RESPIRATOR ITEM DESCRIPTION PACKAGING PART # 
P2 (1730 style) 5810E Respirator 20/box x 12 boxes/cs 085810E 
P2 w/Valve (1740 style) 5825E Respirator 10/box x 10 boxes/cs 085825C 
FORMED RESPIRATOR ITEM DESCRIPTION PACKAGING PART # 
P2 6810E Respirator 20/box, 10 boxes/cs O86810C 
P2 with Valve 6825E Respirator 10/box, 10 boxes/cs 086825C 
P3 6910E Respirator 20/box, 10 boxes/cs 086910C 
P3 with Valve 6925E Respirator 10/box, 10 boxes/cs 086925C 
9000 SERIES HALF-MASK FACE PIECE 8000 SERIES DISPOSABLE HALF-MASK 
SIZE PART # CARTRIDGE RESPIRATOR 
9100E Face Piece Small  O89100E SE PARTH 
9200E Face Piece Medium 089200E BLEEP amall __ OBYSHE 
9300E Face Piece Large 089300E Medium 087821E 
Large 087831E 
CARTRIDGES AND FILTERS A2 FFP2 Small 087811E2B 
PART # PACKAGING 


Medium 0O87821E2B 


Al GOIE 2/bag, 30 bags/cs Large 087831E2B 
Ae GOIEA:  A/iag, 20 Bageics Al B1 FFP2 Small 088113E 
B1 GO2E 2/bag, 30 bags/cs Medium 088213E 
A1B1 GO3E 2/bag, 15 bags/cs Larue 088313E 
a adi 2/ bagy la bagsics PACKAGING: 1/bag, 12/case 

ABE GO5E 2/bag, 15 bags/cs 

El GO6E 2/bag, 15 bags/cs 

P3 SL Cartridge GO7E 2/bag, 30 bags/cs 

ABEK GO8E 2/bag, 30 bags/cs 

P2 R Filter Pad GTE 10/box, 10 boxes/cs 

P3 NR Filter Pad G30E  10/box, 10 boxes/cs a eee 

Filter Pad Retainer 172E 20/box, 5 boxes/cs 
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Gerson-brand products are well known 
and trusted throughout the world 


From air-purifying respirators, to liquid filters for cleaning paints 
and solvents, to adhesively-treated cleaning or tack cloths for 
removal of surface particulates, each Gerson” product has been 
engineered and manufactured to provide top performance and 
deliver user value. 


Gerson is a prime manufacturer of its principle products, assuring 
that each product is produced to our unique and exacting specifi- 
cations. For example, melt-blown filter material for particulate 
filtration, manufactured in Middleboro, Massachusetts, provides 
outstanding filtration characteristics for our filtering facepiece 
respirators and “prefilters” for chemical cartridges. 


To assure the highest quality and purity of products as well as user 
value, all manufacturing in our USA facility is automated, utilizing 
proprietary equipment of our own design and manufacture. 
We also utilize overseas assembly operations, again using Gerson- 
owned and designed equipment, to remain globally competitive. 


The Gerson spirit of over 50 years of manufacturing and product 
innovation remains strong. Continually developing new technologies 
to keep us on the cutting edge of progressive product development 
and innovation, Gerson is ready to serve your needs. 


RSON 
Leading the Way 


LOUIS M. GERSON CO., INC. 

16 Commerce Boulevard, Middleboro, MA 02346 U.S.A. 
Phone: 508-947-4000, Fax: 508-947-5442 

USA eMail: Sales@GersonCo.com, www.GersonCo.com 
International eMail: International@GersonCo.com 
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